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Calton 


Carignane/Rouge 


ALCOHOL 10.5% BY VOLUME 


CONTAINS SULFITES 


Produced and Bottled by 


FERRARA WINERY, ESCONDIDO, CALIFORNIA 
CONTAINS SULFITES 


GOVERNMENT WARNING: (1) ACCORDING TO THE SURGEON GENERAL WOMEN SHOULD NOT DRINK ALCOHOLIC 
BEVERAGES IMPAIRS YOUR ABILITY TO DRIVE A CAR OR OPERATE MACHINERY, AND MAY CAUSE HEALTH PROBLEMS. 


